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31 August 1960 


MEMORANDUM FOR THE RECORD: 


SUBJECT: 


Conversation between the Director and Mr. Fierre Salingei 


The Director stated that he had seen a reference in connection 
with the Paul Nitze announcement - and that while he was not pressing - 
he wanted Senator Kennedy to knew that he was ready at any time to 
give him another briefing. 

Mr. Salinger said that he was sure that the Senator realized 
this. He stated that he believed the announcement had also mentioned 
that the Senator had expected to have a Defense briefing. Earlier, however, 
iMvia Kendall had advised that this would not be possible; but that now 
the President had decided to give the Defense briefing to him. 

the Director said that he thought it had all been straightened 

out now. 

The Director then said that he was ready at any time before 
the Senator gets away - to show photographs, etc. 

Mr. Salinger thanked the Director. 
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